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Message Text 

UNCLASSIFIED 

PAGE 01 SINAI 01437 201755Z 

ACTION PASS-00 

INFO OCT-01 ISO-OO /001 W 

001907 210309Z/72 

R 201740Z JUL 77 
FM USMISSION SINAI 
TO SECSTATE WASHDC 2935 

UNCLAS SINAI 1437 

RELAY TO : E-SYSTEMS, INC. 

MAJORS FIELD 
GREENVILLE, TX 75401 
PHONE: 214-455-3450 
TELEX NBR. 9108605604 

ATTN: B.B. WOLFE 

FROM: T.J. ARCHER 

ESY-SFM NO. 972 DTD 20 JUL 77 

SUBJECT: PROCUREMENT REQUEST G-127 

PLEASE EXPEDITE THE FOLLOWING PARTS FOR MAIN POWER PLANT 
CATERPILLER GENERATOR NO. 2., MODEL D348, SN. ENG. 36JI846. 

P/N QTY. MOUNYJ VENDOR 

6F6922 1EA DEPTH MICROMETER CAT. 

8S4623 1EA DUST COVER CAT. 

8S4622 1EA SPRING CAT. 

8S2726 1EA INJECTOR PUMP ASSY. CAT. 

1P2385 1EA PROTRACTOR TOOL CAT. 

NO NUMBER 1EA ENGINE CLY. TEST 
GUAGE CAT. 

NO NUMBER 1EA DIAL INDICATOR SET SNAP ON TOOL 
WITH MAGNETIC BASE PAGE 143, AS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SINAI 01437 201755Z 

ITEMS K & H. 


U.S. MISSION 

SINAI 

HARE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PEACE OBSERVATION MISSIONS, INTERNATIONAL PEACEKEEPING FORCES 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 20-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SINAI01437 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770258-0971 

Format: TEL 
From: SINAI 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770738/aaaabggb.tel 

Line Count: 60 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 8b180467-c288-dd11-92da-001cc4696bcc 

Office: ACTION PASS 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 21 -Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1802871 
Secure: OPEN 
Status: NATIVE 

Subject: PROCUREMENT REQUEST G-127 PLEASE EXPEDITE THE FOLLOWING PARTS FOR MAIN POWER PLANT CATERPILLER 
GENERATOR NO. 2., MODEL D348, SN. ENG. 

TAGS: PFOR, ASUP, EG, IS 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/8b180467-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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